
COMMITTED TO QUALITY 

. USP-797 Compliant 

. Strictly Enforced Envijpnment a l 
monitoring Program 

. Compounded by Pharmacists 
Extensively Trained in Aseptic 
Compounding 


AMBULATORY 


Dedicated to Proving the 
Highest Quality Compounded Medications 
and Service to Patients and Presenters 
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